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English 

introduction 

Your  monitor  has  been  designer]  and 

manufactured  10  the  highest  standards. 

and  subject  to  rigorous  tesifvj  Provided  it 

is  properly  operated  and  maintained  it  will 

perform  weH  (or  many  years. 

This  colour  monitor  is  suitable  lor  use  with 

home  and  personal  computers,  video 

recorders.  Lase'Vision  Players  and  TV 

Tuners. 


Connection  to  the  mams  (For  UK    only) 
Your  new  monHor  is  designed  to  operate 
from  an  ac  mans  Supply  ot  220-240  volts, 
SO  Mi  Slabbing  circuits  ensure 
satisfactory  performance  within  normal 
supply  variations. 

Important  This  apparatus  must  be 
eariherj  This  can  bo  achieved  by  fitting  a 
3  r*n  plug.  The  wires  in  we  earthed 
mains  lead  ate  coloured  according  to 
the  following  code- 

BLUE  =  NEUTRAL 

BROWN  =  LIVE 

GREEN/YELLOW-  EARTH 
II  the  mains  plug  (or  adaptor)  contains  a 
Fuse,  the  value  of  this  luse  should  be 
3  Amp.  Alternatively,  it  another  type  of 
plug  (not  fused)  is  used,  the  luse  at  the 
cistri bution  board  should  not  be  greater 
than  5  Amp 

II  the  colours  of  the  wires  in  the  mains 
lead  do  not  correspond  with  the 
coloured  markings  identifying  the 
terminals  in  your  plug,  proceed  as 
follows . . , 

The  BLUE  wire-  should  be  connecled  to 
the  terminal  marked  N'  or  coloured 
black 

The  BROWN  wire  should  be  connected 
lo  the  terminal  marked  'L'  or  coloured 
red. 

The  GREEN  and  YELLOW  wire  must  be 
connected  to  the  terminal  in  the  plug 
marked  by  'E'  or  the  earth  symbol  4.  or 
coloured  green  or  green  end  yellow. 
Before  replacing  the  plug  cover,  make 
certain  lhal  the  cord  grip  in  clamped 
over  Ihe  sheath  of  the  lead  -  not  simply 
aver  the  three  wires. 


Positioning/ Vent  nation 

In  order  to  prevent  ovemeBtlng,  ensure 

that  the  ventilation  openings  in  the  monitor 

are  not  covered 

The  monitor  shoutd  not  be  placed  near  a 

source  ot  neat  nor  on  a  soft  surface  s-nce 

this  would  block  the  ventilation  slots  on 

the  Bottom 

Movable  support 


You  can  lilt  the  monitor  Into  a  convenient 
position  with  regsrd  to  the  computer  by 
using  the  movable  support. 

Connection  to  the  mains 
You  can  connect  your  monitor  (o  a  mains 
voliage  of  between  220  and  240  V  If  the 
mains  voltage  m  your  home  is  drfferent 
from  this,  consult  your  dealer 

Connections  (rear  panel) 

for  input  ol  video  end  sudo  signals.  Each 
connector  is  marked  with  its  function 


Tl 


ooO 


CVBSJL  (Luminance)  IN  (Phono  type) 
CVBS  (composite  signal)  or  Luminance 
Input  Phono  plug  type 
For  connection  of  a  compute'  or  other 
CVBS  sources. 

CHROUA  IN  (phono  type) 
Chroma  (oolour  signal)  of  the  phono 
plug  type.  For  connection  ot  a 
computer 

AUDIO  IN  (Phono  type) 

For  connection  of  a  signal  source  with  a 

sound  (audio)  signal  output 


LCA/CVBS  switch 

With  the  LCA/CVBS  switch  1  >  you  can 
either  choose  the  LCA  signal  or  the  CVBS 
signal  (via  euroconnector  or  phono  plug,. 

TTL  RGB  Input  £8  pin  DIN  type  270') 
For  connection  ol  a  computer  wrlh  a  TTL 
RGB  output  with  separated 
synchronisation  (TTL  lave*). 

(  c..i..  BflOH  ('I'it  panol) 

Head phones 

On  the  left  side  ol  ihe  monitor  you  win  find 
a  3,5  mm  jack-type  socket  for  connecting 
the  headphones. 


CVBS  t  RGB  linear  t  Audio  input 

(Euroconnector  type) 

For  connection  ot  s  Video  Recorder. 

Computer,  LaseiVision  Player.  TV  Tuner 

etc.  equippeo  with  a  Euroconnector 

Remark: 

It  you  connect  both  RGB  inputs 
simultaneously  the  TTL  RGB  input 
automat<calry  has  priority  over  the  linear 
RGB  Input. 

After  switching  oil  or  removing  the 
connection  cable  from  the  TTL  source. 
RGB  linear  will  be  looped  in 
Furthermore  you  can  connect  a  CVBS 
source  (compuler.  Video  Recorder.  TV 
Tuner,  etc)  lo  one  of  the  CVBS  input 
sockets,  but  not  on  both  input  sockets 
simultaneously  Decause  this  might  result  In 
picture  disturbance. 


Operation 


Switching  on  © 

•  Press  button  ©  (lED  lights  up). 


Switching  off  0 
e  Press  burton  <£>  a 


Picture  and  sound  controls 

For  an  optrtium  adjustment  of  the  video  and  audio  input  signals  various  controls  a 

available. 


}  Open  flart  (*) 


O  »  O  0)  0}  .3    ..«. 

-  o    o    o    O    O    O  D    - 


•  The  rage  ma/  be  posmoned  horuontaliy  with  knot)  CD 

•  Adjust  brightness  wtth  knob  0. 

•  Adjust  confrsst  with  knob  J 

•  Adjust  saturation  of  colour  with  knob  <$  (not  with  connecteO  RGB  sources). 
■  Adjusi  sharpness  with  knob  CD  |noi  with  connected  RGB  sources). 

•  Adjusi  volume  whh  knob  **a 

"VBS'BGB  Switch 

With  (he  CVBS/RGB  switch  1 a  you  can  cithei  choose  the  CVBS  (or  LCA)  signal  (Video 

Recorder.  Coropuler  or  TV  Tuner)  or  the  rqb  signal  (computer). 


Controls  (rear  panel) 


™dOC>Q 


id    g         e 

00     o 


D  SsSi* 


VCR  button 

•  If  you  use  your  monitor  as  display  'or  your  Video  Recorder  or  VLP  press  button  'VCR'  to 
adjust  Hie  picture 

in  esse  s  TV  Tuner  is  connected  this  buiton  should  be  releaser). 

V.  Height  CD 

•  You  can  adjust  the  image  height  wilh  knob  CD. 

V.Centerlng  Q 

•  The  mage  may  be  portioned  vertically  with  knob  f£j. 

H.Wldth  B 

•  The  Image  width  can  be  adjusted  wrm  knoo  63. 


Technical  specifications" 

Picture  tube 

Detection 


:  14  inch,  mine  slotted,  pitch  04?  mm. 


Monitor  input  signals  on  Phono  type  connection 
1 1  Composite  video  signal  with  negative 

synchronisation 
2 1  Audio  signal 

3)  Lumlnence  signal 

4)  Chroma  signal 


socket 
:  {1  V  ±  0.5  Vpp). 

Impedance:  75  Ohm 
:  [150  mV  -  2Veft). 

Impedance:  10kOhm 
:(1  V±  0.1  Vpp). 

Impedance.  75  ohm 
:(1  V±  01  Vpp) 

Impedance:  75  ohm 


Monitor  nput  sockets  tor  RGB  signals 

IIEuroconnector 

21  DIN  connector 


:  RGB  linear  isee  specBicatlon] 
:  RGB  TTL  (see  specification) 


.  600  lines  in  centre,  RGB  position 


:  >  2000  characters  (60  x  25) 
in  RGB  position 


Raster  frequency 


Line  frequency 

: 15625  H* 

Sound  output 

:  1 W  -  9*  distortion 

Maris  voltage 

:230  V  ±  15% 

Power  consumption 

:75Wtyp. 

Dimensions  (h  x  w  x  d> 

."■"  .  IWOxM.'iW 

Weight 

■"   -T 

'  This  data  may  be  changed  without  notice. 


earth  connection  for  audio 
earth  connection  B  input 
audio  input 
B  input 

earth  connection  G  input 


0,5Vrms/>  10  kt'i 


0.5Vrms/>  10  kQ 
0.7  Vpp/75  Q 


The  specification  of  the  Euroconnector  is  as  follows: 

Pin 

1 

2     audio  input 

3 

4 

5 

6 

7 

3 

9 

10 

11   G  input 

12 

13  earth  connection  R  input 

14 

15  R  input 

16  fast  blanking 

17  earth  connection  CVBS 

18  fast  Wanking  earth 
19 

20  CVBS  input 

21  screening  plug 


Deutsch 


07  Vpp/75  i" 


0,7  Vpp/75  ii 


1  Vpp/75  il 


*  Note:  Pin  20  is  used  for  the  synchronisation  signal  of  a  linear  RGB  input. 
TTL  RGB  DJN  specification 


Pin  1 

Pin  2 
Pin  3 


Pin 
Pin 
Pin 

Pir 


Pin  8 


status  computer 

red 

green 

blue 

intensity 

earth 

H.synchronisation  of  composite  synchronisation 

V.synchronisation 


General 

•  if  the  picture  is  not  as  desired,  check  whether  all  controls  are  in  the  correct  position. 

•  The  rear  panel  should  only  be  removed  by  a  service  technician. 

•  If  necessary,  clean  with  a  damp  sponge.  Do  not  use  alcohol,  spirits  or  ammonia. 


Einleitung 

Dieser  Monitor  ist  ein  sehr  modemer 
Farbmonitor  und  fur  den  AnschfuB  an 
Heim-  und  Persona  I -Computer 
hervorragend  geeignet.  Da  er  auBerdem 
an  Videorecorder,  Bildplattenspieler  und 
Fernsehtuner  angeschlossen  werden 
kann,  ist  sein  praktischer  Nutzen 
besonders  groG 


Aufstellung/Beliiftung 

Damit  das  Gerat  nicht  zu  warm  wird, 
durfen  die  Luftungsoffnungen  nicht 
abgedeckt  werden. 

Der  Monitor  soilte  nicht  in  der  NShe  elner 
Warmequelle  aufgestellt  werden,  aber 
auch  nicht  auf  eine  weiche  Unterlage,  da 
hierdurch  die  Luftungsschlitze  an  der 
Unterseite  des  Gerats  unwirksam  werden. 


Stiitzbugel 


Mil  Hilfe  des  Stutzbugels  konnen  Sie  den 
Monitor  nach  hinten  klappen,  sodaB  er  in 
einem  gunstigen  Betrachtungswinkel 
steht 

NetzanschluB 

Der  Monitor  ist  fur  Netzspannungen  von 
220  bis  240  V  geeignet.  Fails  Sie  den 
Monitor  an  eine  andere  Netzspannung 
anschliefien  wollen,  wenden  Sie  sich  bitte 
an  Ihren  Handler. 


Anschlusse  (an  der  Ruckseite) 

Anschlusse  an  den  Computer 

Ihr  Monitor  besitzt  AnschlQsse  fur  den 
Eingang  des  Video-  und  Audiosignals.  Die 
Buchsen  sind  entsprechend 
gekennzeichnet. 


CVBS/L       AUCO  TTL 


«G* 


CVBS/L  (Luminance)  IN  (CINCH-Typ) 
FBAS  (zusammengesetztes  Signal)  Oder 
luminance  Eingang  fur  CINCH-Stecker. 
FQr  den  Anschlufl  eines  Computers  oder 
anderer  FBAS-Quellen. 

CHROMA  IN  (CINCH-Typ) 
Chroma  (Farbsignal)  Eingang  fOr 
CINCH-Stecker. 

Fur  den  AnschluB  eines  Computers. 

AUDIO  IN  (CINCH-Typ) 

Fur  den  AnschluG  einer  SignaJquelle  mit 
einem  Ton-(Audio-)  Signalausgang, 

LCA/CVBS-Schalter 

Mit  dem  LCA/CVBS-Sch  alter  J.  m. 

Konnen  Sie  das  LCA-Signal  oder  das 
FBAS-Slgnal  (euroconnector  oder 
CINCH-Stecker)  wahlen. 

TTL-ROB-Eingang  (Bpolig,  DIN-Typ  270°) 

Fur  den  AnschluB  eines  Computers  mit 
TTL-RQB-Ausgang  und  getrennter 
Synchronisation  (TTL-Niveau), 


AnschluB  (llnke  Seite) 

Kopfhdrer 

Auf  der  llnken  SeUe  Ihres  Monitors  ftnden 
Sie  eine  Klinkenstecker-Buchse  (3,5  mm) 
fur  den  KopfhdreranschluB. 


t^>C  zomtcr:.» 


C 


0 


Bedienung 


FBAS  +  RGB  linear  +  Audlo-Elngang 
(Euro-AnschluB) 

FQr  den  AnschluB  von  Videorecorder, 
Computer,  Bifdplatten  spieler, 
Fernsehtuner.  usw„  die  mit  Euro-AnschkjB 
ausgertistet  sind, 

Anrnerkung; 

Wenn  Sie  beide  RGB-Eingange 

gleichzeitig  anschfieBen,  hat  der 

TTL-RGB-Eingang  automatisch  Vorrang 

vor  dem  linearen  RGB-Eingang. 

Nach  dem  Ausschalten  Oder  Abnehmen 

des  Verbindungskabels  der  TTL-Quelle 

wird  RGB  linear  eingeschaltet. 

Sie  konnen  gleichzertrg  eine  FBAS-Quelle 

(Computer.  Videorecorder  Fernsehtuner 

usw.)  an  einen  der  FBAS-EfngSnge 

anschlieBen,  aber  nicht  an  beide  Eingange 

zugtejch,  da  dies  Bildstorungen 

verursachen  kann. 


Einschalten  0 

•  Taste  ®  dnjcken  (LED  leuchtet). 

Ausschalten  (7) 

•  Taste  ®  erneut  drijcken- 

Bifd-  und  Toneinsteller 

Mit  folgenden  Bedienungsreglern  konnen  die  Bild-  und  Tonsignale  optimal  eingestelft 

werden: 


•  Klappe  (a)  offnen. 
7 


o 


**.MM»D*«& 


O 


o 


® 


CD 


o   o   o 


:  OLLW 


O  D 

i 

POWER 

•  Be»  Bedarf  kann  das  Bild  mit  Knopf  CD  von  links  nach  rechts  horizontal  verschoben 
werden. 

•  Heliigkeft  mit  Knopf  -0-  einstellen. 

•  Kontrast  mit  Knopf  (J  einstellen. 

•  Farbsattigung  mit  Knopf  (J)  einstellen  (nicht,  wenn  RGB-Guellen  angeschlossen  sind). 

•  Blldschftrfe  mit  Knopf  CD  einstellen  {nicht,  wenn  RGB-Quellen  angeschlossen  sind). 

•  Lautstarke  mil  Knopf   ---i  einstellen. 


CVBS/RGB-Schalter 

Mil  dem  CVBS/RGB-Schalter  Km.  kdnnen  Sie  das  FBAS(oder  LCA)-Signal   (des 
Videorecorders,  Computer  oder  Fernsehtuners)  Oder  das  RGB-Signal  {des 
Computers)  w&hlen. 

Bedienungsorgane  (an  der  Ruckseite) 


& 


1LCA 


D 


CVH/  L       HW 


O 


QIPDGCHHHTO 


D 


CD      © 

OO 


O 


VCR-Taste 

•  Wenn  Sie  Ihren  Monitor  an  einen  Videorecorder  oder  einen  Bildplattenspieler 
anschlieBen  wollen,  muB  ZUf  Einstellung  des  Biides  Taste  'VCR1  gedriickt  werden, 
Beim  AnschluB  an  einen  Fernsehtuner  soilte  diese  Taste  nicht  gedruckt  sein, 

V.Hohe  CD 

•  Die  Bildhdhe  konnen  Sie  mit  Knopf  CD  einstellen. 

V.Zentrierung  Q 

•  Bei  Bedarf  konnen  Sie  das  Bild  mit  Knopf  ©  vertika!  verse hieben. 

H.Breite  O 

•  Die  Bildbreite  laflt  sichi  mit  Knopf  .(E)  einstellen. 
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Technische  Da  ten* 

BiJdrohre 

Ablenfcung 


14  Zoll,  in4ine-Schtitzmaskenr6hre, 
Schlitzabstand  042  mm, 
dunkJer  Bitdschirm 
90° 


Monitor-Eingangssignale  bei  CINCH-Buchse 

1)Zusammengesetztes  Videoslgnal  mit  negativer 
Synchronisation 

2)  Audiosignal 

3)  Luminance  signal 

4)  Chroma  signal 


MonitoreingaYige  fur  RGB-Signale 

1)Euro-Anschluf3 

2)  DIN-AnschluB  Buchse 


Gewicht 


(1  V  ±  0,5  Vss).  hnpedanz:  75  Ohm 

(150  mVeff  -  2  Veff), 
Impedanz:  10kOhm 

(1  V  ±  0.1  Vppj. 

fmpedanz:  75  Ohm 
jl  V  ±  0.1  Vpp). 
fmpedanz;  75  Ohm 


:  RGB  linear  (siehe  technische  Daten) 
:  RGB  TTL  (siehe  technische  Daten) 


Auflosung 

:  600  Zeilen  in  Bildmitte.  Stellung  RGB 

Zeichen 

:  >  2000  Zeichen  (80  x  25), 
Stellung  RGB 

ENSdfrequenz 

:  50/60  Hz 

Zeilenfrequenz 

: 15625  Hz 

Ton-Ausgangsieistung 

:  1  W  -  Klirrfaktor  5% 

Netzspannung 

:  230  V  ±  15% 

Leistungs  auf  na  hme 

:75  W 

Abmessungen  (H  x  B  x  T) 

:  320  x  350  x  387  mm 

:11  kg 


Der  Euro -Anschluft  hat  folgende  Spezilikationen: 
Stift 
1 


2  Audio-Eingang 
3 

4  Erde  fur  Audio 

5  Erde  fur  B-Eingang 

6  Audio-Eingang 

7  B-Eingang 
8 

9  Erde  fur  G-Eingang 
10 

11   G-Eingang 
12 

13  Erde  fur  R-Eingang 
14 

15  R-Eingang 

16  Schnelle  Ausiastung 

17  Erde  fur  FBAS 

18  Erde  schnelle  Austastung 
19 

20  FBAS-Eingang  (Video) 

21  Steckergehause  Abschirmung 


0,5  Vrms/>10  kOhm 


0,5  Vrms/>10  kOhm 


0,7  Vpp/75  Ohm 


0,7  Vpp./75  Ohm 


1  Vpp/75  Ohm 


■  Anderungen  vorbehalten. 


Technische  Daten  TTL  RGB  DIN 

Stift  1  Status  Computer 

Stift  2  rot 

Stift  3  grun 

Stift  4  blau 

Stift  5  Intensitat 

Stift  6  Erde  2 

Stift  7  Horizontalsynchronisation  oder  zusammengesetzte  Synchronisation 

Stift  8  Vertikateynchronisation 


Allgemeine  Hinweise 

•  Falls  das  Bild  nicht  wie  gewunscht  aussteht,  prufen  S3e  bltte,  ob  alls' Bedienungsorgane 
gut  eingesteJEt  sind. 

i  Die  Ruekwand  sollte  nur  von  elnem  Kundendiensttechniker  abgenommen  warden. 

•  Falfs  erforderlsch,  das  GerSt  mlt  ernem  fquchten  Schwamm  reinigen;  hierbei  kernen 
Alkohol,  Spirit  us  Oder  Ammonia  k  benutzen^ 


Hiermit  wird  bescfteinigt,  dafl  der  Monitor  Type  10B4  in  Ubereinstimmung  mit  den 
Bestimmungen  der  Amtsblattverfugung  1046/1984  funkentstort  ist 
Der  Deutschen  Bundespost  wurde  das  Inverkehrbringen  dieses  Gerates  angezelgt  und  dfe 
Berechtigung  zur  Uberprufung  der  Serie  auf  Einhaltung  der  Bestimmungen  eingeraumt, 
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Frangals 


Introduction 

Ce  moniteur  est  un  appareil  couleur  tr6s 
moderne,  utilisable  avec  la  plupart  des 
ordinateurs  domestiques  et  personnels, 
En  outre,  pouvant  §tre  connecte  £  un 
magn6toscope>  un  lecteurde 
vid6odisques  ou  un  tuner  TV,  il  elend  les 
possibilites  de  visualisation  a  la  plus 
grande  satisfaction  de  son  utilisateur 

Positionnement/ventiFation 
Pour  6viter  tout  £chauffement  excessit 
assurez-vous  que  les  ouvertures  de 
ventilation  du  moniteur  sont  bien  d^gagdes 
Le  moniteur  ne  doit  pas  etre  place  a 
proximite  dYine  source  de  chaleur,  ni  sur 
un  objet  jtiou,  ce  qui  aurait  pour  effet 
d'obstruer  les  fentes  de  ventilation  qui  se 
trouvent  dessous. 

Support  Inclinable 


Pour  disposer  le  moniteur  dans  une 
position  de  travail  favorable  par  rapport  a 
I'ordlnatear,  rabattre  I'Strfer  de  r£glage 
oblique  vers  Tavant 

Branchement  sur  le  secteur 

Vous  pouvez  brancher  votre  moniteur  sur 
une  tension  secteur  comprise  entre  220  et 
240  V.  Si  vous  etes  desservi  par  une 
tension  secteur  differente,  consultez  voire 
revendeun 


Connexions  (panneau  arrtere) 

Branchements  a  Tordinateur 

Votre  monfleur  est  6quFp£  de  connecteurs 
pour  des  signaux  d'entree  video  et  audio. 
Chaque  connecteur  porte  f indication  de 
sa  fonction. 


— n  OOaO 


evsV  l     *uoo        t  TL 


not 


CVBS/L  (Luminance)  IN  (type  CINCH) 
Entree  CVBS  (signal  complet)  ou 
Luminance  pour  fiche  du  type  CINCH. 
Pour  le  branchement  d'un  ordfnateur  ou 
d'autres  sources  de  signaux  couleur 
compfets. 

CHROMA  IN  (Type  CINCH) 
Entree  chroma  (signal  couleur)  pour 
fiche  du  type  CINCH 
Pour  (e  branchement  d'un  ordinateur, 

AUDIO  IN  {type  CINCH) 

Pour  le  branchement  d'une  source  de 

signaux  a  sortie  audio  (son), 

Selecteur  LCA/CVBS 

Le  selecteur  LCA/CVBS  1  m. 
vous  permet  de  choistr  entre  le  signal 
LCA  et  le  signal  CVBS  (euroconnector 
ou  CINCH) 

Entree  TTL  RGB  (type  DIN  8  poles  270°) 

Pour  le  branchement  d'un  ordinateur  a 
sortie  TTL  RGB  a  synchronisation 
separee  (niveau  TTL). 


Connexion  (sur  le  cdte  gauche) 

Casque  d'£coute 

Vous  trouverez  sur  le  c6te  gauche  de 
votre  moniteur  une  prise  pour  fiche  jack 
3,5  mm  pour  le  casque  d'6coute. 


iuk>  cowiec-w 


a 


Entrte  CVBS  +  RGB  lintaire  +  Audio 
(type  p6rit6l£vlsion) 

Pour  le  branchement  d'un  magn&toscope. 
d'un  ordinateur,  d'un  lecteur  de 
vid^odlsques  LaserVision,  d'un  tuner  TV 
etc,  equip&s  d'une  fiche  de  pgritetevistem, 

Remarque: 

Si  vous  employez  srmultan^ment  ies. 
deux  enirees  RGB,  I'entree  TTL  RGB  a 
autornatiquement  priority  sur  I'entree 
linfeaire  RGB. 

L'entr6e  RGB  lineaire  est  mise  en  circuit 
d6s  mise  hors  circuit  ou  enlevement  du 
cSble  de  connexion  de  fa  source  TTL. 
Vous  pouvez  egalement  connecier  une 
source  CVBS  {ordinateur.  magndtoscope, 
tuner  TV  etc.)  £  Tune  des  entrees  CVBS, 
mais  pas  aux  deux  entrees  simultan6ment, 
car  it  en  r&sutterait  une  image  perturb^e. 


Utilisation 


L 


□ 

POWER 


Mise  en  marche  © 

•  Pressez  la  touche  ©  (la  LED  s'allume). 

Mise  A  larret  <T) 

•  Pressez  &  nouveau  la  touche  0. 

RSglages  de  Hmage  et  du  son 

Divers  boutons  sont  pr^vus  pour  un  rfeg!age  optimal  des  signaux  d'entree  video  et  audio. 


•  Ouvrez  te  volet  ®. 
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CD             #              O              $              CD              ^    *c«* 

O     O     O     O     O     O  D 

□ 

POWER 

o 

H  t  J*  t*FWi                 £*". *"hC53                 CW<l«A3f                       OTXP                       VWWU                      HUM     X  P«i« 

•  Le  cas  6ch6ant,  vous  pouvez  centrer  I'image  ho-rizontalement  de  gauche  &  droite  ou  de 
droits  a  gauche  d  (aide  du  bouton  CD:, 

•  Regiez  fa  luminosite  a  I'aide  du  bouton  th 

•  Regfez  le  contraste  a  I'aide  du  bouton  i,  j. 

•  Regiez  la  saturation  des  couleurs  a  Taide  du  bouton  .$  (inop^rant  si  des  sources  RGB 
sont  connectees). 

•  RGglez  la  netted  £  I'aide  du  bouton  CD  (inop&rant  si  des  sources  RGB  sont 
connectees). 

•  'R£glez  le  volume  a  I'aide  du  bouton 


SAIccteurCVBS/RGB 

Le  s6lecteur  CVBS/RGB  vous  permel  de  choisir  entre  le  signal  CVBS  (  ou  LCA) 
(magn6toscope,  ordinateur  ou  tuner  TV)  et  le  signal  RGB  (ordinateur). 


Commandes  (panneau  arrtere) 


;zn  OOO 


e_*c  rn*»Hccr^i 


cws'l     *4JPO 


m     Q  e 

oo    o 


D 


^«40T    VCEHT^hHQ  -*«     - 


I,    *,* 


Touche  magnfctoscope  VCR' 

•  Si  vous  utilise*  votre  moniteur  pour  la  visualisation  des  images  de  votre  magnetoscope 
ou  de  votre  lecteur  de  vldSodlsques,  pressez  la  touche  'VCR*  pour  r^gler  ("image. 
Liberez  cette  touche  si  votre  moniteur  est  connects  a  un  tuner  TV. 

Hauteur  de  Timage  CD 

•  Vous  pouve2  rSgler  la  hauteur  de  Timage  £  I'aide  du  bouton  CD. 

Centrage  vertical  Q 

•  Le  cas  6ch6ant,  vous  pouvez  centrer  I'image  verticatement  de  haut  en  bas  a  I'aide  du 
bouton  @. 

Largeur  de  Timage  E3 

•  Vous  pouvez  rdgler  la  fargeur  de  Timage  a  I'aide  du  bouton  O. 


Caracteristiques  techniques 


Tube-image 
Deviation 


:  14  inch,  a  canons  en  ligne,  pas 
0,42  mm,  Scran  sombre 
;90° 


Signaux  d'entree  du  moniteur  sur  prise  type  CINCH 

1)  Signal  video  complet  a  synchronisation  negative:  (1  V  ±  0,5  Vcc).  Impedance;  75  ohms 

2)  Signal  audio  :  (150  mV  -  2  Veff). 

Impedance:  \0  kohms 

3)  Luminance  signal  :  (1  V  ±  0.1  Vpp). 

.,  ^L  Impedance:  75  ohm 

4}  Chroma  signal  :  (1  V  ±  0.1  Vpp). 

Impedance:  75  ohm 


Entries  de  moniteur  pour  stgnaux  RGB 
1}  Prise  de  p£ritetevision 
2)  Prise  DIN 


1  Sous  reserve  de  modifications. 


:  RGB  linSaire  (voir  caracteristiques 

techniques} 
:  RGB  TTL  (voir  caractSristiques 

techniques) 


Resolution 

:  600  ligne s  au  centre,  position  RGB 

Caracteres 

:  >2000  caracteres  {80  x  25). 
position  RGB 

Frequence  de  trame 

!  60/60  Hz 

Frequence  de  ligne 

: 15625  Hz 

Sortie  son 

:  1  W  -  distorsion  de  5% 

Tension  secteur 

:  230  V  ±  15% 

Consommation 

:  75  W  (typique) 

Dimensions  (h  x  1  x  p) 

:  320  x  350  x  387  mm 

Poids 

3  11  kg 

13 


14 


opecillcollons  de  la  prise  de  perltelfevlslon: 
Broche 


1 

2  emr6a  audo 

3 

4  prise  de  masse  audio 

5  prise  de  masse  entree  B 

6  entree  audo 

7  entree  8 
8 
9  er»v  do  masso  onlrie  0 

10 

1 1  entree  G 

12 

13  pnse  de  masse  entree  R 

14 

15  entree  R  0.7Vppr75U 

16  suppression  rapifle 

17  pnse  de  masse  CVBS  i  signal  vtaeo  coJeir  iotai| 

18  suppression  ranlde  terre 
19 


0.5Vmsf>10Wi 


0,5Vmsr">10kt> 
0.7  Vpp»75  U 


0.7  Vppr75  i: 


20  entree  CVBS                                         1  Vpp/75u 

21  capuchon 

proiecteur 

BrocnageTTLRGB  DIM 

Broche  l 

etat  ordinate^ 

Broche2 

rouge 

Broche  3 

/en 

Broche 4 

bleu 

Broche  5 

iritonsile 

Broche 6 

tun 

Broche  7 

syncl  ro  >  .-'.I'.        jrizo  i.j  -   ji_ 

synchronisation  complete 

Broche  8 

synchronisation  verticale 

MntralKta 

•  Si  I'lmage  n'eet  pas  telle  que  desiree.  s 'assurer  que  tous  tea  teutons  et  Interrupleurs 

soni  en  position  corrode, 
t  Le  panneau  arrivie  no  dolt  4uo  erfevfl  que  par  un  techmcten  quallfte 
o  Si  necessMe.  nettcyer  avec  une  eponpo  humido.  Mo  pas  so  sorv*  d'alcool.  d'essonces 

ni  d  ammoniaque. 


